Company 


BABCOCK DESIGN & TECHNOLOGY LTD 


Babcock Marine (Rosyth) Ltd 


BABCOCK NAVAL SERVICES 


Bae Systems Surface Ships 


Bae Systems(Operations)Ltd 


Chemring Energetics UK Limited 


HELMET INTEGRATED SYSTEMS LTD 


James Fisher Marine Services Ltd 


MacTaggart Scott & Co Ltd 


Mesl Microwave Ltd 


MSB Limited 


NALLATECH LTD 


Penman Engineering Ltd 


RAYTHEON SYSTEMS LTD 


Sarkar Defence Solutions Ltd 


SELEX ES LTD (Now Leonardo UK) 


Selex Sensors And Airborne Systems 


THALES OPTRONICS LTD 


Trak Microwave Ltd 


Vector Aerospace International 


Total 


2007 


40,400 


85,300 


3,000 


1,815 


44,055 


5,950 


11,750 


1,273,215 


55,478 


2008 2009 


6,893 


95,559 33,001 


204,408 


6,574 


2,405 


900,701 


15,000 


20,460 


186,241 


2,202 


941,152 


104,633 


17,240 


1,520,964 1,252,500 1,284,469 


NB: Please note that the figures in the table above have b|een rounded to the|nearest £1. 
















































































































































































